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regularly. To find such a works m a state
of disorder must naturally create a very bad im-
pression upon a visitor, and is also apt to create a
doubt as to the standard of manufacturing, which
he has been led to believe was the foremost
quality of such a manufacturer's production. UA
place for everything, and everything in its place,**
is an old saying, and a well-kept works is a
pleasure both to the employer and his employees
also.

Another point is, that the stock of muriate of
ammonia and spelter should be kept in a store,
which should be rigidly kept locked, and the
supplies should be weighed out and booked daily.
There should be a general store also, locked up, for
other articles, and both of these could be controlled
by the time- or gate-keeper.

To ensure economy in the consumption of
muriate of ammonia, it is a practice with some
manufacturers to give a small premium or bonus to
the dipper on any ammonia returned to the store at
the conclusion of the day's work, which has been
saved from the amount allotted to him, pro rata
for the quantity of the sheets he has had to dip.
Providing that the quality has not suffered in con-
sequence of such returns, I consider this system
has a good effect, and is certainly an incentive
to the dipper to use as little as he possibly can, con-
sistent with the production of a first-class quality.